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Aspen Ribbons, Inc. is pleased to 
introduce the latest addition to its ribbon 
product line. The Aspen Ribbons® brand 
Anadex® 9500/9600 Replacement** 
ribbon is now manufactured exclusively 
by Aspen Ribbons, Inc. 

The ribbon specifications are 1/2”x30 
yds. — 5 mil. nylon. Fully compatible 
with the original Anadex® 9500/9600 
ribbon, it can be used on the following 
printers: 


-Anadex 9000 
-Anadex 9000A 
-Anadex 9001 
-Anadex 9001 A 
-Anadex 9500 
-Anadex 9500A 
-Anadex 9501 
-Anadex 9501 A 
-Anadex 9620A 


-Anadex 9625A 
-Anadex DP9000 
-Anadex DP900'h^ 
-Anadex DP9500 ^ 
-Anadex DP9501 
-Anadex DP9625A 
-Anadex WP6000 
-Plessey PM-LC11 


Price Each on Anadex® 9500/9600 
Replacement ribbon. 

End User 
Wholesale 
End Column* 

Black 

$13.00 

8.75 

6.75 

Colors 

$15.00 

10.75 

8.75 


End column prices are for those who have signed 
our “End Column Agreement.” 



For something different, order your ribbon 
in any one of our colors. Choose from 
blue, brown, green, red, and purple ink. 


Place Your Order Today ! 

Call Toll Free . . . 

End User: 800-525-0646 or 
Wholesale: 800-525-9966. 


aspen 

ribbons 

inc. 



1700 n. 55th street 
boulder, co usa 80301-2796 
(303)444-4054 

end user orders: 800-525-0646 
wholesale orders: 800-525-9966 
telex: 45-0055 


**Aspen Ribbons, Inc. is not affiliated with Anadex. Aspen Ribbons® is a registered trademark of Aspen Ribbons, Inc. A.R.I. 2/83 U S. A. 


